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THE CRT ANGEL 
RECYCLING SYSTEM 


CRT HEAVEN LTD design and manufacture 
systems for the separation of CRTs and the 
removal of phosphors and glass coatings 


This proven, robust and reliable technology has many 
unique features 


80+ screens per hour of mixed feed with 100 screens 
per hour of IT CRTs 


Accepts 8” - 42” (20cm - 107cm) CRTs without resetting 
machine allowing mixed feed 


Low staffing requirements 
Parker IQAN PLC controlled 
Parker hydraulic power pack - millimetre accuracy 


Automatic cut position optimised for maximum 
panel glass recovery 


Remote diagnostic support and management data recovery 
including throughput, cycle times, operator loading times, 
screen size processed etc 

Complies with existing HSE requirements 


Enclosed cutting chamber with Donaldson extraction system 


Enclosed phosphor removal chamber with extraction and 
sealed storage of phosphors for appropriate and safe disposal 


Small footprint and modular construction for ease 
of installation 


12 month warranty and callout service 


CRT Heaven Ltd 
Commerce Way, Walrow Industrial Estate, Highbridge, Somerset, England TA9 4AG 


Tel: 


Fax: 
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